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MEMORANDUM FOR: Chief, Real Estate & Construction Division, 
OL 


INFORMATION : Chief, =n OC-0 
FROM 
lef, Communications Engineering 


SUBJECT : Office Space and Heating, Ventilating 
and Air Conditioning (H.V.A 
Facilities Expansion C) 


REFERENCES > A. ODD/A 78-0580, dated 13 February 1978 
B. OCE-M77-302, dated 3 August 1977 
C. OCE-M78-052, dated 9 February 1978 


1. (C) In response to your verbal request, funds in 
the amount of $700,000 are available in FAN 8179-4800 
to cover the cost of A&E and construction of the office 
Space and H.V.A.C. facilities expansion at 


2. (C) You are authorized to proceed with these 
negotiations and to obligate funds for the contracts not 
to exceed this figure. [It is understood that any excess 
funds after the contracts are awarded will be returned to 


this office. 


- (C) For further 
please contact Mr. 
Green. 


information on this subject 
on extension ee 
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